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UNITED STATES DEPARTMENT OF AGRICULTURE CASE NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

VIOLATOR 


Genemod Synhtesis, Inc. 


OFFICIAL WARNING 

VIOLATION OF FEDERAL REGULATIONS 


74-R-0191 


AD DR, ESS (S t re el City. State, Zip Code) 


8203 Woodlake Center, Bldg. 
San Antonio, TX 78244 


#2 


The Department of Agriculture has evidence that on or about May 4, 2009 and Msy 17, 2010 , you or your 
organization committed the following violation of Federal Regulations: 

2.30(c) REGISTRATION failure to notify the AC Regional Director cy certified mail 

of any change in the name, address, or ownership, of other change of operations 
affecting its status of a research facility. 

2.31 INSTITUTIONAL ANIMAL CARE AND USE CGMMETTEE (IACUC) 

failure to provide required records. 


Titles 7 & 9 Code of Federal Regulations were promulgated to help prevent the spread of animal and plant pests aud diseases and assure 
the humane treatment of animals, Since violations of the regulations can have serious and costly impact detrimental to the public 
interest, you are warned of this violation. Any further violation of these regulations may result in the assessment of a civil penalty or 
criminal prosecution, If you have any questions concerning this warning or violation, please contact the listed APHIS Official, 
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